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I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7023a7 


A. I 

I 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 

7,hich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experirr^nts. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animais and for wh 
the use of appropriate anesthetic, analge&c. or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7, Hamsters 






8. Rabbits 






9, Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animais 


i 










13. Other Animals 

j 






‘CCcWand Jimp 
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24 

24 

p \K : 


1 


lO 

11 

(iTDmusCus Sf 


1 


4q 

50 


I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, inciuding appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and follovwng actual res€ 


teaching, testing, surgery, or experimentation were followed by this research facility. 


2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 





(b)(6), (b)(7)c 
















This report i$ required by law (7 USC 2143). Failure lo report according to the regulations can 
result In an order lo cease and desist and lo be subject lo penalties as provided tor in Section 21S0. 


See reverse side lor 
additional inlormation. 
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Animals Covered 
By The Animal 
Welfare Regulations 


12 SyOR 13 Other 
(Ust by speci&s) 


B. Number ol 
animals being 
bred. 

conditioned, or 
held ior use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number ol 
animals upon 
which leaching, 
research, 
axpenmenlSr or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain* 
relieving drugs. 


^ Number of animals upon 
which experiments. ~ 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to ihe animals 
and lor which appropriate 
anesthetic, analgesic, or 
Iranquili 2 ing drugs were 
used. 


Number ol animals upon which leaching, 
experimmils^ research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
anima/s and the reasons such drugs were not used 
must be ahached to ihis report). 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the caie. trealmeni, and use ol animals, including approriate use of anesthelic. analgesic, and trcnquiliiing drugs, prior Ui, Jtirnui. 
and following actual research, leaching, fesiing. surgery, or e.^ptsfimenfaiion were loilowed by this research taciiity 

2) . Each principal investigator has considered alternatives to pau.tui procedures 


3) . This facility is adhering to the standards and regulations uiMjer Ihe Act. and il has required that exceptions to Ihe standards and regulations be specified and explained by the 

principal investigator and approverl by Ihe loslitutiunal Animal Care and Use Commtiiee (lACUC) A summary ol all such exceptions is attached to this annual report hi 
addition lo identifying ihe lACUC-approved exceptions, this surrimary includes a brief explanation of Ihe excephons, as well as Ihe species and number ol animals affected 

4) . The attending veterinarian lor this research lacility has appropriate authority lo ensure the provision ol adequate velerinary care and lo oversea Ihe aoequacy of other aspects of 

animal care and use. 

CERTIFICATION BY HEADQL'AKTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify (hat Ihe above is true, correct, and complete {7 U S C Section 2143> 


DATE SIGNED 
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part 1 - HEADQUARTERS 






Column E Explanation 


Hi 


2Q05 


1 . Registration Number; 13-R-0010 

2. Number 224 of animals used in this study 

3. Species (common name) mice, voles, shrews, moles of animals used in this study 

4. Explain the procedure producing pain and/or distress: 

These animals are non-target species (NTS) inadvertently caught in pitfall traps 
set along side drift fences to catch amphibians for an amphibian atlas survey 
(protocol 156-D-03). Since drift fences were not used in the 2004 field season, no 
mortalities were reported last year. In 2005, only one drift fence was used at the 
Mt. Mansfield site resulting in the totals reported in this USDA Report. This year 
it was reported that 2 animals were found alive and released from the trap 
unharmed. 

NTS mortality results from them falling into the trap, unable to use the dowel 
placed within the trap to aid escape and drowning due to the 1”-2” of water at the 
bottom of the trap placed there to keep the amphibians alive. 

5. Provide scientific justification why pain and/or distress could not be relieved. State 
methods or means used to determine that pain and/or distress relief would interfere with 
test results; 

When an animal dies presumably to drowning or exposure, the pain classification 
is always E. In this study, pain and distress could not be eliminated because the 
traps are set up to trap and keep the amphibians alive. The traps in this study 
were only left open for 12 to 24 hours and even with frequent monitoring animal 
mortalities happen because the small animals tend to die within 5-10 minutes of 
falling into the trap. Drift fences and pit traps are acceptable and effective 
methods for studying amphibians and eliminating them would have a large 
negative impact on the survey. 


